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^ til’ 

■- .' >>A-'<Cfe'TEST »109 


Th* followinf c^aratt* branda flroa Franca (Rio«) war# received for tejtlnj on 
Ncvaabar It, 1976. Thtia ciiaratwa warajif October, 1976 production, 

Karlboro Lonf Size 20's (Sox) 

Marlboro Kina Size 20'a (Soft Pack) 

Philip Horrif iCint Size 2Q's JSoft Pack] 

The Karlboro iong liza cifarattaa aara different fro n the previoua average in tar, 
TPM and nicotine. 

The Marlboro lini aize cigarattea ware different free Che previoua average in tar 
and TPM. - 

The Philip Horria king alia cigarettes ware not different fro* the previous average 
1> any of the characteristics tasted. —-- " 



Marlboro Long Size 
20's (box) 
_France_ 

Karlboro Klni 
ZO's (Soft ! 
F ranee 

Philip Morris 
{ Size King Size 

Pack) 20'a (Soft Pack) 

France 


Current 

Prev, 

AVI. 

Prev. 

Current Avg. 

Current 

Prev. 

AVI. 

SSSil 

lutt Length, tm 

26 

26 


27 

27 

27 

27 

FTC Ter, ag/clgt. 

TPM, Bt/cl|t. 

18.4 

20.0 


20.5 

18.2 

13.9 

17.7 

22.1 

24.4 


24.7 

23.0 

22.5 

22.3 

Kicotine, Bt/clgt. 

l.U 

1.29 


1,29 

1,37 = 

1.09 

1.14 

Mater, ag/cigt. 

Puffs/cigt. 

2.6 

3.1 


2.9 

3.4 

2.5 

3.5 

8.5 

9.1 


10.0 

9.6 

9.3 

9.3 

Filtration Eff., \ 

42 

45 


44 

46 

44 

49 

Cigarette 

Total RTD, in. of H.O 

4, 3 

4.3 


4.9 

4.82 

4,7 

5.0 

wm of HjO 

109 

109 


124 

122 

119 

127 

Static Bum, T i&e , nin. 

7, 7 

8.0 


3.6 

7.9 

7:9 

7. 8 

Ltnsthi, mm 

79.6 

79.3 


33.3 

83.9 

83,9 

84.0 

Circuuftrtnceg ai 

25,1 

25.1 


25.1 

25.1 

2S.2 

25.0 

Diaiwter, w 

J.O 

8.0 


8,0 

8.D 

8.0 

8.0 


Porosity, sec. 

IS 

14 


IS 

14 

IS 

15 

Filter 

RTO, in. of H,Q 
eai of Kju 

2,5 

2.6 


2. 3 


2.7 

3.0 

64 

66 


71 

69 

69 

76 

Length, na 

IS.O 

13,0 


19.9 

20.2 

19.9 

20.0 

Mtight, g 

0.13 

0.13 


0.14 

0.13 

0.14 

0.14 

Tipping paper length, raa 

23 

23 


24 

24 

24 

24 

Filler 

Total alkaloids, i 

1,54 

1.62 


1.66 

1.73 

1.47 

1.5- 

Total reducing sugars, i 

6,9 

6,d 


7.4 

7,5 

7.0 

8.0 

Wt. of tob.. 

1,000 cigls., g 

838 

837 


393 

368 

568 

370 

1,000 cigts., lbs. 

1,8432 

1.3436 


1.9772 

1,9112 

1.9L12 

le9L? 

Rod Density, g/cc 

0.271 

0.270 


0.230 

0.2732 

0.253 

c.;* 

ic,v., cc/10 g 

31 

31 


31 

32 

53 

2 1 

C.V., cc/10 g (Corrected 

to \Z\ OeV.) 

37 

33 


37 

27 

36 

37 

SOv#n Volatiles, \ 

13.8 

14.2 

t 

13.8 

13.5 

13,7 

13.9 

^Equilibrated at 75®F ared 60\ R.H, 
^Results of Test IIOO, dated March 

for 43 hrs 
24, 1975, 

whe re 

a change 

was noted. 



^R«$ulis of Test *102p dated April 

29, 1976, 

where 

a change 

was noted. 







Source: https://www.industrydocuments.ucsf.edu/docs/hyhm0004 


2001054129 




